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AUSTIN  AVENUE  METHODIST  CHURCH 
WACO.  TEXAS 
Known  as  the  downtown  Methodist  Church 
of  Waco,  Austin  Avenue  was  organized  in 
1900  and  moved  to  its  present  location  in 
1925.  The  church  plant  is  valued  at  $1,000,000. 
The  sanctuary  will  seat  1,400,  and  the  Mem- 
orial Chapel  250.  Besides  a  large  permanent 
membership,  Austin  Avenue  serves  many 
students  who  attend  Baylor  University. 
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